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THESE  DRAWINGS  ARE  FOR  THE  EXCLUSIVE  USE  OF  TRINITY  CONTRACTING,  INC. 


BUILDING  SQUARE  FOOTAGE 

TOTAL  FLOOR  -  100,000  SF 
WAREHOUSE  -  98,800  SF 
BUILOOUT  LOWER  LEVEL  -  1,200  SF 
STORAGE  UPPER  LEVEL  -  1,200  SF 
DRAWING  LEGEND 
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DOOR  NUMBER 
^  WINDOW  TYPE 


CROSS  SECTION 
A1  -  DRAWING  NUMBER 
1  -  DETAIL  NUMBER 
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PROVIDE  CONTROL  JOINTS  AS  NOTED 
ON  PLAN 


ANY  REPRODUCTION  IS  STRICTLY  PROHIBITED. 


